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Enclosed is the information you requested. Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Card with analytical results for sample # 

3. Analysis sheet with chemist's hand notations and test results. 

4. GC/MS analytical data for sample # 


If you have any questions about these materials, please call me at the number below. 



Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 
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No. of samples tested: 
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Froe tide's_ 
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PRELIMINARY TEST RESULTS 


RESULTS 




Revised 7/2005 

Corbett email PRR 022787 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEMS\05_01_12\826604,d 
KAC 

1 May 2012 14:53 

BLANK 

1 

DRUGS . M 
RTE 



Time-> 2.00 3.0 0 4.0 0_5.00_R00 _7.00 8.00 9.00 10.0 0_11 .00 . 12.00 


Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


826604.d Tue May 01 15:06:29 2012 
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Area Percent / Library Search Report 


Information from Data File: 


File Name : 

C:\MSDCHEM\l\DATA\SYSTEM6\05 01 12\826605.d 

Operator : 

KAC 

Date Acquired : 

1 May 2012 15:09 

Sample Name : 

HEROIN STD 

Submitted by : 


Vial Number : 

5 

AcquisitionMeth: 

DRUGS . M 

Integrator : 

RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST08.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 


PK# 

RT Library/ID 

CAS# 

Qual 


1 6.63 C:\Database\SLI.L 

HEROIN 


000561-27-3 99 



8266 05.d Tue May 01 15:22:36 2012 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\l\DATA\SYSTEM6\05_01_12\826606.d 
KAC 

1 May 2012 15:25 

BLANK 
KAC 
1 

DRUGS . M 
RTE 


Abundance ~ TIC: 8266CS.d\da!a.ms 



Time-> 2.00 3.00 4.00 5.00 6.00 7.00 8.00 9.00 1 0.0 0 11.00 12,00 


Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


826606.d Tue May 01 15:38:50 2012 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_01_12\826607.d 

Operator : KAC 

Date Acquired : .^M^^2012 15:41 

Sample Name : 

Submitted by : KAC 
Vial Number : 7 

AcquisitionMeth: DRUGS.M 
Integrator- : RTE 



Abundance TIC: 826607.d\data,ms 



Ret. Time 

Area 

Area % 

Ratio % 

6.638 

2431870 

100.00 

100.00 


826607.d Tue May 01 15:55:02 2012 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\MSDCHEM\l\DATA\SYSTEM6\05 

01 12\826607.d 

Operator 

KAC 


Date Acquired 

1 May 2012 15:41 


Sample Name 

HH9HHHH 


Submitted by 

KAC 


Vial Number 

7 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 

PK# RT 

Library/ID 

CAS# Qual 


1 6.64 C:\Database\SLI.L 

HEROIN 000561-27-3 99 




Abundance ... #1: HEROIN 



826607,d 


Tue May 01 15:55:02 2012 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


C:\MSDCHEM\1\DATA\SYSTEM6\05_01_12\826609.d 
KAC 

1 May 2012 16:13 

BLANK 


Vial Number 

AcguisitionMeth 

Integrator 


1 

DRUGS,M 
RTE 


Abundance TIC: 826609.d\data.ms 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


826609.d Tue May 01 16:26:37 2012 
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Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\ 1 \DATA\SYSTEMS\ Q5__01__12 \82 6610 . d 
KAC 

1 May 2012 16:29 

HEROIN STD 


DRUGS.M 
RTE 


Abundance TIC: 82661 O dWata.ms 

800000 
600000 
400000 
200000 


Tlme~> 2,00 

3.00 4.00 5.00 6.00 

7.00 

—1—pi—J"T" '—|—1—3-1—1—j—1—1—1—1—|—!-1—1—1-1—l—1—J—I—j 

8.00 9.00 10,00 11.00 12.00 





Ret. Time 

Area 

Area % 

Ratio % 

6.632 

1610093 

100.00 

100.00 



826610.d Tue May 01 16:42:30 2012 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_01_12\826610.d 

Operator : KAC 

Date Acquired : 1 May 2012 16:29 

Sample Name : HEROIN STD 

Submitted by : 

Vial Number : 5 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW TOX2.L 


PK# RT Library/ID CAS# Qual 



Abundance #1: HEROIN 



826610,d Tue May 01 16:42:30 2012 Page 2 

Corbett email PRR 022797 







Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTBM6\05_01_12\826611,d 
KAC 

1 May 2012 16:45 

BLANK 


DRUGS.M 
RTE 


Abundance TIC: 82661 l.dWata.ms 



Ret, Time 


Area Area % Ratio Sr 


***N0 INTEGRATED PEAKS*** 


826611.d Tue May 01 16:58:39 2012 
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Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\05_01_12\826612.d 

KAC 

1 May 2012 17 : 01 

COCAINE STD 

12 

DRUGS.M 
RTE 


Abundance TIC: 826612.d\data.ms 



Ret. Time Area Area % Ratio % 


4.728 2135536 100.00 100.00 


826612.d Tue May 01 17:14:31 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\l\DATA\SYSTEM6\05_01_12\826612.d 

KAC 

1 May 2012 17:01 

COCAINE STD 

12 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4.73 

C:\Database\SLI.L K / 





COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

' 99 



Abundance .. #29: COCAINE 



826612.d Tue May 01 17:14:31 2012 
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Area Percent / Library Search Report 


Information from 

Data File: 

File Name : 

C:\MSDCHEM\1\DATA\SYSTEM6\05 01 12\826613.d 

Operator : 

KAC 

Date Acquired : 

1 May 2012 17:17 

Sample Name : 

BLANK 

Submitted by : 

KAC 

Vial Number : 

1 

AcquisitionMeth: 

DRUGS.M 

Integrator : 

RTE 



Time~> 2.00 3.00_ 4.00 5.00 &00.7.00. .MO. 9.00 1 0,00 11.00 12.00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


826613-d Tue May 01 17:30:26 2012 


Page 1 


Corbett email PRR 022801 






Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\05_01_12\826614.d 

KAO . 

1 May 2012 17:33 


KAC 

14 

DRUGS,M 
RTE 


Abundance 


TIC: 826614.d\data.ms 



Ret. Time 


Area Area % Ratio % 


3.365 185740 4.28 4.47 

4.728 4150915 95.72 100.00 


826614.d Tue May 01 17:46:18 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\0S_01_12\826614.d 

Operator : KAC 

Date Acquired : 1 May 201 2 17:33 

Sample Name : 

Submitted by : KAC 

Vial Number : 14 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

3.37 

C:\Database\NIST08.L 





Caffeine 

000058-08-2 

98 



Caffeine 

000058-08-2 

98 



Caffeine 

000058-08-2 

97 



Abundance ‘ #55120: Caffeine 



826614.d Tue May 01 17:46:18 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data Pile: 

Pile Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_01_12\826614.d 

Operator : KAC 

Date Acquired : 1 May 2012 17:33 

Sample Name : HHBHBI 

Submitted by : KAC 

Vial Number : 14 

AcquisitionMeth: DRUGS,M 

Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 

PK# RT Library/ID CAS# Qual 


C:\Database\SLI.L 
COCAINE 
COCAINE 
COCAINE 


000050-36-2 99 
000050-36-2 99 
000050-36-2 99 



Abundance . #62: COCAINE 



m/z~> 40 60_ 80100 1 20 1 40 160 180 200 220 240 260 280 300 


826614.d Tue May 01 17:46:18 2012 Page 3 
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Area Percent / Library Search Report 


Information from Data Pile: 


File Name 

C:\MSDCHEM\1\DATA\SYSTEM6\05 01 12\826623.d 

Operator 

KAC 

Date Acquired 

1 May 2012 19:56 

Sample Name 

BLANK 

Submitted by 
Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC: 826623.d\data.ms 



0 —i— t— i—i—j—i— t— i—i—j—r—i—i—i—j—<— 7 —i—i—|—i— t— i—i—•—!—i—i—i—j—i—i—i—i—i—!—i—;—i—j—i—i—i—i—j—!—i—i—i—j—i—i—r~r—| 

Tirne-:> MMMO 4005.00 6.00 MO 8.00 9 .00 1000 1100 12.00 



Ret. Time 

Area 

Area % 

Ratio % 

***NO INTEGRATED 

PEAKS*** 




826623 . d 


Tue May 01 20:09:11 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired ; 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

C:\MSDCHEM\l\DATA\SYSTEM6\05_01_12\826624.d 

KAC 

1 May 2012 20:12 

COCAINE STD 

12 

DRUGS . M 
RTE 


Abundance 
| 2000000 

1500000 

1000000 

■ 500000 


Time-> 2.00 

3.00 

4.00 5,00 6.00 

7.00 

—i — ~ ~ I • ‘i • y j i r~rr~pi—m — i —|— i — i — i — i — t 1 

8.00 9,00 10.00 1100 12.00 


Ret. Time 


Area 

Area % 

Ratio % 

4.728 


2243451 

100.00 

100.00 


4.128 


TIC: 826624.d\data.ms 


826624.d Tue May 01 20:25:21 2012 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEM6\0S_01_12\826624.d 
KAC 

1 May 2012 20:12 

COCAINE STD 

12 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4.73 

/ 

G:\Database\SLI.L u 





COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 



Abundance #29: COCAINE 



826624 ,d 


Tue May 01 20:25:21 2012 
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